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AEROSPACE 


Part Number D130-794-507 Box Part Number a Dimension 30X8X8 
Description Fuel Gauge Upgrade Other Packaging —SSaae 


Packaging Instructions and Decal Placement 


D130-794-507 


D2729-4 . D2729-3 


»N Dart Aerospace Lid, 
1270 Aberdeen Street 
Hawkesbury, ON K6A 1K7 
CANADA 


AEROSPACE TEL.: 1 613 632-5200 


N/A 


FUEL GAUGE UPGRADE 
OCT 19 27 r 


P/N: D130-794-507 CHG001 


S/N: SXXXXXX 


Revision: A 
Date: 22.07.04 


